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OFFICE OF RESEARCH AND DEVELOPMENT 


GENERAL NOTICE NO. 10 


MEDICAL FACILITIES 


A full-time medical staff is now located on the 
lst floor of the Ames Building and provisions have been 


made for emergency medical service. 


The telephone extension is 3333. 


Administrative Officer 
Office of Research and Development 
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